To:  Garcia,  David[Garcia. David@epa.gov] 

From:  Rendon,  Laura,  NMENV 

Sent:  Mon  8/17/2015  7:25:10  PM 

Subject:  RE:  GKM  - Maps  from  earlier  in  the  week 


David  I have  your  copies 


Laura  Rendon 

Admin.  Assistant  and  Exec  Secretary-A 
NM  Enviroment  Department 
1190  St.  Francis  Dr. 

Santa  Fe  NM  87501 
505-827-0419 

laura.rendon@state.nm.us 


From:  Garcia,  David  [mailto:Garcia.David@epa.gov] 

Sent:  Monday,  August  1 7,  201 5 1 1 :54  AM 

To:  Rendon,  Laura,  NMENV 

Subject:  FW:  GKM  - Maps  from  earlier  in  the  week 


Please  print  two  color  copies  of  each  attachment. 

David  F.  Garcia 
Deputy  Director 
Water  Quality 
Protection  Division 


U.S.  EPA  Region  6 


4002087 


ED  000552D  00011083-00001 


1445  Ross  Avenue  (Mail  Code:  6WQ-D) 


Dallas,  Texas  75202-2733 
Phone:  (214)  665-7593 


Follow  EPA  Region  6 


From:  McCasland,  Mark 

Sent:  Monday,  August  17,  2015  12:48  PM 

To:  Charters,  David;  Atkins,  Blake;  Bernier,  Roberto;  Brown,  Jamesr;  Crossland,  Ronnie; 
Foster,  Althea;  Garcia,  David;  Hayes,  Mark;  Ngo,  Kim;  Restivo,  Angela;  Rinehart,  Jon;  Smalley, 
Bryant;  Webster,  Susan 
Subject:  GKM  - Maps  from  earlier  in  the  week 


Roberto, 


This  is  what  I have  on  that  map. 


Mark  McCasiand 

US  EPA  Region  6 

Drinking  Water  Section  (6WQ-SD) 

1445  Ross  Ave,  Suite  1200 

Dallas,  TX  75202-2733 
(214)665-8088  (w) 


mccasland.rnark@epa.gov 


4002087 


ED  000552D  00011083-00002 


